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9 FAM 42.83 EXHIBIT I 
NOTICE OF TERMINATION OF 
REGISTRATION 

(CT: VISA - 1 774; 11-18-2011) 
(Office of Origin: CA/VO/L/R) 

NOTICE OF TERMINATION OF REGISTRATION 

United States Department of State 
Washington, D.C. 20520 

Dear Visa Applicant: 

We refer to your application for an immigrant visa. Section 203(g) of 
the Immigration and Nationality Act requires that your registration be 
canceled and any petition approved on your behalf canceled, if you do 
not apply for your immigrant visa within one year of being advised to 
do so. 

You were advised of this requirement on , 

but we have not received a response from you since then. As a result, 
you are hereby notified that your application for a visa has been 
canceled and any petition approved on your behalf has also been 
canceled. 

Your application may be reinstated and any petition revalidated if, 
within one year, you can establish that your failure to pursue your 
immigrant visa application was due to circumstances beyond your 
control. 

If you have any questions or are experiencing difficulty in complying 
with the above instructions, please contact the National Visa Center at 
the address below: 

United States Department of State 
National Visa Center 
Attn: Term 1 Letter 
32 Rochester Avenue 
Portsmouth, NH 03801-2909 
Tel: (603) 334-0700 
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